Consolidation of currently operational Garda Stations -Western Region 



Division 


Clare 


Clare 


Clare 


Clare 


Clare 


Clare 


Clare 


Clare 


Station 


Quin 


Inagh 


Lahinch 


Broadford 


Mount 
shannon 


Doonbeg 


Kilmihil 


Labasheeda 


Open/closed 
- if closed for 
how long 


Open 


Open 


Open 


Open 


Open 


Open 


Open 


Open 


Opening 
times 


10am - 1pm 
Mon-Fri 

12md-2pm 
Sat/Sun 


10am- 1pm 
Mon-Fri 
10am- 1pm 
Sat/Sun 


10am- 1pm 
Mon-Fri 
10am- 1pm 
Sat/Sun 


2.30pm - 
4.30pm Mon- 
Sat 
Closed Sun 


7.30pm - 
8.30pm 

Mon-Sat 
Closed 
Sun 


10am- 1pm 
Mon-Sun 


10am- 1pm 
Mon-Sun 


10am- 1pm 
Mon-Sat 
1 2md-2pm Sun 


How many 
Gardaf in the 
station 


One 


One 


One 


One 


One 


Nil 


One 


Nil 


How far away 
the new 
station 


10 KM 


11 Km 


4 Km 


14 Km 


8 KM 


11 Km 


10 KM 


20 Km 


How far away 
the next 24 
hour 


11 KM 


11 Km 


4 Km 


22 Km 


24 KM 


13 Km 


19 KM 


20 Km 


Gardai 

transferred 

to 


Ennis 


Ennistymon 


Ennistymon 


Ardnacrusha 


Killaloe 


N/A 


Kilrush 


N/A 



Division 


Galway 


Galway 


Galway 


Galway 


Galway 


Galway 


Galway 


Galway 


Galway 


Galway 


Station 


Kilconly 


Menlough 


Kiltullagh 


Tynagh 


Kilchreest 


Kilcolgan 


Leenane 


New Inn 


Shanaglish 


Ballymoe 



Open/clo 
sed - if 
closed 
for how 

Ion Cr 


Open 


Open 


Open 


Open 


Open 


Open 


Open 


Open 


Open 


Open 


Opening 
times 


10am- 
1 1 am Mon- 
Fri 
Closed 
Sat/Sun 


1 hour daily - 
no set time 


10am- 1pm 
Mon-Sun 


10am- 1pm 
Mon-Fri 
Closed 
Sat/Sun 


10am- 1pm 
Mon-Fri 
Closed 
Sat/Sun 


10am- 1pm 
Mon-Fri 
Closed Sat/Sun 


10am- 
1pm 
Mon-Fri 
Closed 
Sat/Sun 


10am- 
1pm 
Mon-Fri 
Closed 
Sat/Sun 


10am- 1pm Mon-Fri 
Closed Sat/Sun 


7pm-8pm Mon- 
Sun 


How 
many 
Gardai in 
the 

station 


Nil 


Nil 


One 


One 


One 


Nil 


Nil 


One 


Nil 


Nil 


How far 
away the 
new 
station 


11 KM 


9 Km 


52 Km 


7 Km 


7 KM 


11 Km 


27 KM 


11 Km 


4Km 


8 Km 


How far 
away the 
next 24 
hour 


15 KM 


16 Km 


84 Km 


15 Km 


7 KM 


13 Km 


41 KM 


13 Km 


4Km 


8 Km 


Gardai 
transferr 
ed to 


N/A 


N/A 


Athenry 


Portumna 


Craughwell 


N/A 


N/A 


Loughrea 


N/A 


N/A 



Division 


Mayo 


Mayo 


Mayo 


Mayo 


Mayo 


Mayo 


Station 


Ballycasfle 


Lahardane 


B lacks od 


Ballyglass 


Ballyvary 


Hollymount 


Open/closed 
- if closed for 
how long 


Open 


Open 


Open 


Open 


Open 


Open 



Opening 
times 


10am - 1pm 

Mon-Sat 
Closed Sun 


10am - 1pm 
Mon-Sat Closed 
Sun 


10am - 1pm 
Mon-Sat 
12md-2pm 
Sun 


10am- 
12md, 7pm 

- 9pm 
Closed Sun 


10am- 
12md, 7pm 
- 9pm 
Mon-Fri 
10am- 
12md Sat 
Closed sun 


4pm-5pm Mon- 
Sat Closed Sun 


How many 
Gardaf in the 
station 


One 


One 


Nil 


Nil 


One 


One 


How far away 
the new 
station 


14 KM 


9 Km 


20 Km 


12 Km 


11 KM 


10 Km 


How far away 
the next 24 
hour 


27 KM 


21 Km 


20 Km 


16 Km 


12 KM 


13 Km 


Gardai 

transferred 

to 


Killala 


Crossmolina 


N/A 


N/A 


Castlebar 


Ballimobe 



Division 


Roscommon 
Longford 


RoscommonLongfor 
d 


Roscommon 
Longford 


Roscommon 
Longford 


Roscommon 
Longford 


Roscommon 
Longford 


Station 


Ballintubber 


Ardagh 


Ballinalee 


Newtowncashel 


Ballyforan 


Knockcroghery 


Open/closed - if 
closed for how 
long 


Open 


Open 


Open 


Open 


Open 


Open 


Opening times 


10pm - 1pm Mon-Fri 
12md-2pm Sat/Sun 


3pm - 5pm Mon-Fri 
7pm - 9pm, 3 Saturdays 
per month 

7pm - 9pm, 2 Sundays 
per month 


10am - 1pm 
Mon-Fri 
8pm-10pm 1 Sat 
/ lOam-lpm 1 
Sat / 2pm-6pm 1 
Sat. 
8pm- 10pm 
lSun/ 10am- 
1pm 1 Sun/ 
2pm-6pm 1 Sun. 


1 lam - 1pm Mon- 
Fri 

11am - 1pm, 2 
Saturdays per 
month 

1 1 ani- Inm 9nm- 

1 1 til 1 1 1 Lflll, l.'l 1 1 

5pm, 1 Sunday 
per month 


10am - 1 lam Mon-Fri 
6pm - 7pm Sat 
Closed Sun 


10am - 1 lam Mon-Fri 
6pm - 7pm Sat 
Closed Sun 


How many 
Gardai in the 
station 


Nil 


Nil 


One 


One 


One 


Nil 


How far away 
the new station 


8 KM 


9 Km 


11 Km 


10 KM 


9 Km 


10 Km 


How far away 
the next 24 hour 


8 KM 


15 Km 


12 Km 


28 KM 


24 Km 


10 Km 


Gardai 
transferred to 


N/A 


N/A 


Granard 


Lanesboro 


Bally gar 


N/A 



Consolidation of currently operational Garda Stations - Eastern Region 



Division 


Laois 
Offaly 


Laois 
Offaly 


Laois 
Offaly 


Wicklow 


Wicklow 


Kildare 


Kildare 


Kildare 


Station 


Shannon 
Bridge 


Ballacolla 


Ballianakill 


Donard 


Hollywood 


Kill 


Bally more 
Eustace 


Ballytore 


Open/closed - if closed for 
how long 


Open 


Open 


Open 


Open 


Open 


Open 


Open 


Open 


Opening times 


3pm - 5pm 
Mon-Sat 
Closed Sun 


10am- 1pm 
Mon-Fri 

10am- 1pm 
Alternate 
Sat&Sun 


lOam-lpm 
Mon-Fri 

10am- 1pm 
Alternate 
Sat&Sun 


1 lam- 1pm 
Mon - Sat 
Closed 
Sundays 


1 lam- 1pm 
Mon - Fri 

8pm- 10pm 
Sat 

Closed Sun 


10am- 
1pm 
Mon-Sun 


2pm-4pm 
Mon-Sat 
Closed Sun 


10am- 1pm 
Mon-Fri 
7pm-9pm Sat 
Closed Sun 


How many Gardai in the 
station 


One 


One 


One 


One 


One 


One and 
One Sgt 


Two 


One 


How far away the new 
station 


20 KM 


6 Km 


6 Km 


10 Km 


11 Km 


7 KM 


11 Km 


13 KM 


How far away the next 24 
hour 


28 KM 


8 Km 


6 Km 


16 Km 


17 Km 


7 KM 


11 Km 


16 KM 


Gardai transferred to 


Ferbane 


Abbeyleix 


Abbeyleix 


Blessington 


Blessington 


Naas 


Naas 


Athy 



Consolidation of currently operational Garda Stations -Eastern Region 



Division 


Meath 


Meath 


Westmeath 


Westmeath 


Westmeath 


Westmeath 


Station 


Crossakiel 


Kilmessan 


Ballinahowan 


Castletown 


Finea 


Rathowen 










Geoghegan 






Open/closed 
- if closed for 
how long 


Open 


Open 


Open 


Open 


Open 


Open 


Opening 
times 


N/A 


Opening Hours 
dictated by 
personnel 
availability 


1 lam-lpm 
Mon-Fri 

1 lam-lpm 
alternate sat 
Closed Sun 


10am- 1pm 
Mon-Sun 


10am- 1pm 
Mon-Sat 
12md-2pm 
Sun 


10am- 1pm Mon-Fri 
10-lpm &8pm-10pm 
alternate sat 
10am-lpm,8pm- 
10pm every 2 nd Sun 


How many 
Gardai in the 
station 


Nil 


One 


One 


One 


One 


One 


How far away 
the new 
station 


11 KM 


12 Km 


12 Km 


10 Km 


9 Km 


12 KM 


How far away 
the next 24 
hour 


11 KM 


12 Km 


12 Km 


15 Km 


9 Km 


23 KM 


Gardai 

transferred 

to 


N/A 


Trim 


Athlone 


Kilbeggan 


Castlepollard 


Multyfarnham 



Consolidation of currently operational Garda Stations -Northern Region 



Division 


Cavan 
Monaghan 


Cavan 
Monaghan 


Cavan 
Monaghan 


Cavan 
Monaghan 


Cavan 
Monaghan 


Cavan 
Monaghan 


Station 


Bawnboy 


Shantonagh 


Keanins 


Stradone 


Corrinshigagh 


Newbliss 


Open/closed 
- if closed for 
how long 


Open 


Open 


Open 


Open 


Open 


Open 


Opening 
times 


10am- 1pm 
Mon-Sat 
1 2md-2pm 
Sun 


10am- 1pm 
Mon-Sat 
12md-2pm Sun 


6pm-7pm 
Mon-Fri 
10am- 1pm 

Sat 
12md-2pm 
Sun 


10am- 1pm 
Mon-Sat 
1 2md-2pm 
Sun 


10am- 1pm Mon- 
Sat 

12md-2pm Sun 


10am- 1pm Mon-Sat 
12md-2pm Sun 


How many 
Gardai in the 
station 


One 


One & One Sgt 


One 


One 


One 


One 


How far away 
the new 
station 


7 KM 


14 Km 


10 Km 


11 Km 


10 Km 


9KM 


How far away 
the next 24 
hour 


7 KM 


14 Km 


16 Km 


11 Km 


10 Km 


17KM 


Gardai 

transferred 

to 


Ballyconnell 


Carrickmacross 


Cavan 


Cavan 


Carrickmacross 


Clones 



Division 


Donegal 


Donegal 


Donegal 


Donegal 


Donegal 


Station 


Malin 


Annagaire 


Gleann 
Cholm Cille 


Na 
Brocacha 


Min an Labain 
(Church Hill) 


Open/closed 
- if closed for 
how long 


Open 


Open 


Open 


Open 


Open 


Opening 
times 


8.45pm - 
9.45pm 

Mon-Fri 


10am- 1pm 
Mon-Sun 


10am- 1pm 
Mon-Sun 


10am- 1pm 
Mon-Sun 


10am- 1pm Mon- 
Sun 


How many 
Gardai in the 
station 


Two 


One 


One 


Nil 


One 


How far away 
the new 
station 


6 KM 


7 Km 


11 Km 


30 Km 


15 Km 


How far away 
the next 24 
hour 


26 KM 


34 Km 


34 Km 


30 Km 


15 Km 


Gardai 

transferred 

to 


Carndonagh 


Bunbeag 


Carrick 


Ballybofey 


Letterkenny 



Division 


Sligo 
Leitrim 


Sligo 
Leitrim 


Sligo 
Leitrim 


Sligo 
Leitrim 


Sligo 
Leitrim 


Sligo 
Leitrim 


Sligo 
Leitrim 


Sligo 
Leitrim 


Sligo 
Leitrim 


Station 


Aclare 


Ballyfarnon 


Easkey 


Cloone 


Dromod 


Keshcarrigan 


Dromahair 


Glenfarne 


Cliffoney 


Open/closed 
- if closed for 
how long 


Open 


Open 


Open 


Open 


Open 


Open 


Open 


Open 


Open 


Opening 
times 


10am - 1pm 
Mon-Sun 


10am- 11 am, 
2pm-3pm, 8pm- 
9pm Mon-Sat 

10am- 11 am, 
8pm-9pm Sun 


10am- 1pm 
Mon-Sat 
Closed Sun 


10am- 1pm 
Mon-Sun 


10am- 1pm Mon- 
Sat 

12md-lpm Sun 


10am- 1pm Mon- 
Sun 


10am- 1pm Mon- 
Sun 


10am- 1pm Mon- 
Sat 

12md-lpm Sun 


10am- 1pm Mon- 
Sun 


How many 
Gardaf in the 
station 


One 


One 


One 


One 


One 


One 


One 


Nil 


One 


How far away 
the new 
station 


13 KM 


6 Km 


14 Km 


8 Km 


18 Km 


14 Km 


15 Km 


14 Km 


9 Km 


How far away 
the next 24 
hour 


27 KM 


16 Km 


27 Km 


25 Km 


18 Km 


14 Km 


15 Km 


14 Km 


20 Km 


Gardai 

transferred 

to 


Bally mote 
Tubbercurry 


Riverstown 


Enniscrone 


Carrigallen 


Carrick on 
Shannon 


Carrick on 
Shannon 


Manorhamilton 


Manorhamilton 


Grange 



Consolidation of currently operational Garda Stations -South Eastern Region 



Division 


Kilkenny 
Carlow 


Kilkenny 
Carlow 


Kilkenny 
Carlow 


Kilkenny 
Carlow 


Waterford 


Waterford 


Wexford 


Station 


Leighlinbridge 


Ballyragget 


Johnstown 


Inistioge 


Bally duff 


Stradbally 


Kiltealy 


Open/closed 
- if closed 
for how long 


Open 


Open 


Open 


Open 


Open 


Open 


Open 


Opening 
times 


10am- 1pm 
Daily 


10am - 1pm 
or 6pm - 7pm, 
Friday 7pm - 

OUlll iviuiini 

7pm- 8pm Sat 
Closed Sun 


10am- lam or 
2pm-3pm or 
6pm-7pm or 

8pm-pm 

Mon-Fri 
10am -11am 

or 6pm - 
7pm Sat2pm 

- 3pm or 
8pm - 9pm 
Sun 


16.30-17.30 
except Tuesday 
11.00- 13.00 Mon- 

4.30pm- 5.30pm 
Sat 
Closed Sun 


10 am -12 noon or 

7 pm to 8 pm 
according to how 

ilrCiiiUCl la WUIrvlllg 

Mon-Sun 


Members attached 
to Leamybrien 
deal with issues 

I Ldllllllg LU 

Stradbally 


4pm-5pm Mon-Sat 
Closed Sun 


How many 
Gardai in the 
station 


Two 


One 


One & One 
Sgt 


Nil 


Nil 


Nil 


One 


How far 
away the 
new station 


5 KM 


17 Km 


4Km 


10 Km 


8 Km 


10 Km 


13 Km 


How far 
away the 
next 24 hour 


13 KM 


24 Km 


21 Km 


8 Km 


17 Km 


14 Km 


16 Km 


Gardai 

transferred 

to 


Muine Bheag 


Castlecomer 


Urlingford 


Graiguenamanagh 


Tallow 


Leemybrien 


Enniscorthy 



Division 


Tipperary 


Tipperary 


Tipperary 


Tipperary 


Tipperary 


Station 


New Inn 


Grangemockler 


Terryglass 


Rearcross 


Dundrum 


Open/closed - if 

plnQpH far how loner 

V^lUJl/U 1U1 11U W IWllg 


Open 


Open 


Open 


Open 


Open 


Opening times 


10am - 1pm or 3pm - 
5pm Mon-Fri 
Closed Sat & Sun 


10am - 1pm or 2pm to 

5pm Mon-Fri 
10am - 1pm or 2pm to 
5pm Sat & Sun 


3pm-4pm Mon-Sat 
Closed Sun 


2.30pm-4.30pm Mon- 
Fri 

Closed Sat-Sun 


10am- 1pm or 2pm-4pm or 
7pm- 9pm Mon-Fri 
10am- 1pm or 2pm-4pm 
SatlOam-lpm or 2pm-4pm 
Sun 


How many Gardaf in 
the station 


One 


One 


Nil 


One 


One 


How far away the 
new station 


9 KM 


8 Km 


12 KM 


15 Km 


9Km 


How far away the 
next 24 hour 


9 KM 


22 Km 


30 KM 


34 Km 


14 Km 


Gardai transferred 
to 


Cashel 


Carrick on Suir 


Borrisokane 


Newport 


Tipperary Town 



Consolidation of currently operational Garda Stations - Southern Region 



Division 


Cork City 


Cork City 


Cork City 


Cork City 


Cork West 


Cork West 


Cork West 


Station 


Barrack St 


McCurtain 
St 


Mallow Rd 


Rathduff 


Ballinspittle 


Adrigole 


Meelin 


Open/closed 
- if closed 
for how long 


Open 


Open 


Open 


Open 


Open 


Open 


Open 


Opening 
times 


9am- 1pm, 2pm- 
6pm, 7pm- 

10pm Mon-Sat 
10am- 1pm, 

3pm-6pm Sun 


Opened by 
Mayfield 
Gardaf 


Opened by 
Mayfield 
Gardaf 


9am- 1pm 
Mon-Fri 
9am-12md or 
6pm-9pm Sat- 
Sun 


10am - 1pm 
Mon-Sun 


10am - 1pm Mon- 
Sun 


6.30pm - 
8.30pm on 6 
days 


How many 
Gardaf in the 
station 


FourSgts& 13 
Gardaf 


Nil 


Two Sgts & four 
Gardaf 


Two Gardaf 


One 


One 


Nil 


How far 
away the 
new station 


1 KM 


2 Km 


4 Km 


19 Km 


8 KM 


16 Km 


8 KM 


How far 
away the 
next 24 hour 


1 KM 


2 Km 


4 Km 


19 Km 


16 KM 


36 Km 


16 KM 


Gardai 

transferred 

to 


Anglesea St 


Watercourse 
Road 


Watercourse 
Road 


Blarney 


Kinsale 


Castletownbere 


Newmarket 



Division 


Kerry 


Kerry 


Kerry 


Kerry 


Kerry 


Kerry 


Kerry 


Kerry 


Kerry 


Station 


Ballinskelligs 


Valentia 
Island 


Beaufort 


Kilgarvan 


Lauragh 


Brosna 


Abbeydorney 


Camp 


Fenit 



Open/closed 
- if closed 
for how long 


Open 


Open 


Open 


Open 


Open 


Open 


Open 


Open 


Open 


Opening 
times 


10am - 12md 

Mon-Sat 
Closed Sun 


10am - 12md 

Mon-Fri 
Closed sat- 
Sun 


10am- 1pm 
Mon-sun 


10am - 1pm 

Mon-Fri 
Closed sat & 
Sun 


10am- 1pm 
Mon-Sun 


10am- 1pm 
Mon-Sat 
12md-2pm Sun 


3pm-4pm Mon- 
Sat 
Closed Sun 


12md - 1pm 

Mon-Sat 
Closed Sun 


11am - 12md 
Mon-Sat 
Closed Sun 


How many 
Gardaf in the 
station 


One 


One 


One 


One 


Nil 


One 


One 


One 


One 


How far 
away the 
new station 


17 KM 


20 Km 


11 Km 


11 Km 


28 KM 


12 Km 


10 KM 


3 Km 


13 Km 


How far 
away the 
next 24 hour 


17 KM 


20 Km 


11 Km 


32 Km 


56 KM 


30 Km 


10 KM 


3 Km 


13 Km 


Gardai 

transferred 

to 


Caherciveen 


Caherciveen 


Killarney 


Kenmare 


Kenmare 


Knocknageshal 


Tralee 


Tralee 


Tralee 



Division 


Limerick 


Limerick 


Limerick 


Limerick 


Limerick 


Limerick 


Station 


Galbally 


Kilfinnane 


Mary St 


Castletown 
Conyers 


Kilmeedy 


Tournafolla 


Open/closed 
- if closed 
for how long 


Open 


Open 


Open 


Open 


Open 


Open 


Opening 
times 


10am- 1pm or 
2pm-4pm or 
7pm-9pm Mon- 
Fri 

10am- 1pm or 


10am - 1pm 
Mon-Sat 
10am- 1pm 
Sat/Sun 


10am - 1pm 
Mon-Sat 
10am- 1pm 
Sat/Sun 


10am - 1pm 
Mon-Sat 
10am- 1pm 
Sat/Sun 


10am- 
1pm Mon- 
Sat 
10am- 1pm 
Sat/Sun 


10am - 1pm 
Mon-Sat 

10am- 1pm 
Sat/Sun 





2pm-4pm 
Sat&Sun 












How many 
Gardaf in the 
station 


One 


One 


Three Sgts & 14 
Gardaf 


One 


One 


One 


How far 
away the 
new station 


5 KM 


10 Km 


2 Km 


22 Km 


8 KM 


17 Km 


How far 
away the 
next 24 hour 


16 KM 


20 Km 


2 Km 


22 Km 


13 KM 


19 Km 


Gardai 

transferred 

to 


Bally landers 


Kilmallock 


Henry St 


Newcastlewest 


Ballingarry 


Abbeyfeale 



Consolidation of currently operational Garda Stations - Dublin Metropolitan Region 



Division 


DMR East 


DMR East 


Station 


Kil-O' Grange 


Stepaside 


Open/closed - if 
closed for how 
long 


Open 


Open 


Opening times 


7am-9pm (Public) daily 


7am-9pm (Public) Daily 



How many Gardaf 


2 Sgt & 26 Gardaf 


3 Sgt & 31 Gardaf 


in the station 






How far away the 


4 km 


5km - Dundrum 


new station 




9km - Blackrock 


How far away the 


4km 


5km - Drndrum 


next 24 hour 




9km - Blackrock 


Gardai 


Dun Laoghaire 


Dundrum 


transferred to 




Blackrock 



Reduction in opening hours for certain stations 

The Commissioner has also stated that the opening hours for seven stations will be reduced. The summary details are: 





Division 


District 


Station 


Proposed opening hours to 
the public 


Cork 
City 


Anglesea Street 


Bridewell 


7 am to 9 pm daily 


Mayfield 


Mayfield 


7 am to 9 pm daily 


Watercourse Road 


Monday - Saturday 
12 Noon to 9 pm 


Glanmire 


Monday - Saturday 
12 Noon to 9 pm 


Gurranabraher 


Gurranabraher 


7 am to 9 pm daily 





Togher 


Togher 


7 am to 9 pm daily 


DMR 
North 


Ballymun 


Dublin Airport 


7 am to 1 1 pm daily 



Rationalisation of Garda Districts 

The 2013 Policing Plan also outlines the Commissioner's proposals to amalgamate 28 current Districts which will produce 14 new enlarged 
Districts. The main details are: 





Region 


Division 


Current 
Districts 


New 

Enlarged Districts 


WR 


Galway 


Loughrea 
Gort 


Loughrea 


Mayo 


Claremorris 
Swinford 


Claremorris 


Roscommon/ 
Longford 


Castlerea 
Boyle 


Castlerea 


Clare 


Kilrush 
Ennistymon 


Kilrush 


Ennis 
Killaloe 


Ennis 


SR 


Cork North 


Midleton 
Cobh 


Midleton 
(Apportionment of Cobh among 








Midleton, Mayfield & Gurranabraher 
Districts) 


Cork West 


Mallow 
Kanturk 
(Currently in Cork West) 


Mallow 

(Apportionment of Kantrurk among 
Mallow & Macroom Districts) 


Kerry 


Killarney 


Killarney 







Caherciveen 




Limerick 


Newcastlewest 
Askeaton 


Newcastlewest 


NR 


Donegal 


Ballyshannon 
Glenties 


Ballyshannon 
(Apportionment of Glenties among 
Ballyshannon, Milford & Letterkenny 
Districts) 


Cavan/Monaghan 


Cavan 
Ballyconnell 


Cavan 


Sligo/Leitrim 


Carrick on Shannon 
Manorhamilton 


Carrick on Shannon 


SER 


Tipperary 


Thurles 
Templemore 


Thurles 

(Apportionment of Templemore among 
Thurles & Nenagh Districts) 


Wexford 


Enniscorthy 
Gorey 


Enniscorthy 



